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PART IV 
Private Advertisements and Miscellaneous 

Notifications 


FORM No. 151 


[See Rule 315 ] 
Members (or Creditor s) Voluntary winding -up 
NOTICE OF APPOINTMENT OF LIQUIDATORS PURSUANT 

TO SECTION 516 


Name(s) and Address of 
liquidator(s ) 


: Manoj John George, 
: No. 108, 
Happy Homes - 1, 
Chittethukara , 
Airport-Seaport Road , 
Kakkanad , 
Ernakulam , 
Pin -682 037 


Name of the Company 


: Futura Medical 

Products Private 
Limited 


Nature of Business 


: Medical Products 


: 20 - 3 -2013 


Date of appointment 
By whom appointed 


: Shareholders 


Address of Registered Office : X /433C , Palal Gardens 

Chittethukara , 
Kakkanad -682 037 


1.Manoj John George (Sd.) 
2. Titus Daniel (Sd .) 


